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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard ( Reaffirmed 2006 ) 

PURCHASER'S DATA SHEET FOR 
VIBRATORS FOR USE WITH BIN AND HOPPER 



1* Scope — Covers the technical data to be supplied by a purchaser while placing an enquiry or 
order to a supplier for the purchase of a vibrator for use with bin and hopper. 

2. Purchasers Data Sheet 



PURCHASER'S DATA SHEET FOR VIBRATORS FOR USE WITH BIN AND HOPPER 



1) Materia! characteristics: 
a) Flowabiiity 



b) Toxic 

c) Wet . ... 

d) Dry , 

e) Hygroscopic 

f) Abrasive 

g) Degradable 

h) Packing property 

j) Buik density * g/cm* 

k) Motsture content 

m) Angle of repose 

n) Any other 

2) Sieve analysis of feed: 

Sieve designation and aperture Percent mass between sieves 



Note — If exact analysis is not available, 5 kg of the representative sample may be sent for the 
determination of sieve analysis. 



3) Whether feed is constant or intermittent .. 

4) Equipment into which the bin discharges 

5) Preferred discharge rate: 

a) Average 



b) Maximum 

6) Maximum quantity of material In bin or hopper kg 

7) Size of bin or hopper: 

a) Length • mm 

b) Width mm 

c) Depth , mm 

8) Shape of bin or hopper 

9) Size of discharge opening: 

a) Diameter mm 

b) Length mm 

c) Width mm 
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PURCHASER'S DATA SHEET FOR VIBRATORS FOR USE WITH BIN AND HOPPER — Contd 



10) Angle of bin or hopper bottom 

11) Construction of bin or hopper (a dimensional sketch may be submitted ) 

12) Steel bins: 

a) Thickness of steel plate mm 

b) Type of reinforcement (if provided) 

13) Wooden bins: 

a) Thickness of lumber - mm 

b) Thickness of metal lining mm 

14) Vibrator: 

a) Duty (continuous/intermittent) + 

b) Type(electromagnetIc/pneumatlc/mechanical/any other) 

c) Location (on sloping side plate/discharge of hopper/Inside of bin ) 

15) Type of mounting required 

16) Electric supply: 

a) Volts 

b) Phase 

c) Hertz 

d) Direct current volts 

Remarks 



17) Any special requirements . 



EXPLANATORY NOTE 

The information given by a purchaser according to this data sheet will enable a manufacturer 
or a supplier to assess the exact requirements of the purchaser and recommend to him the most 
suitable type of equipment. 
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